CharlesTown Races 

Pos: Office Qcx 551 Charles Town West Virginia 254l4‘304-725-7001 



April 24, 1989 


Clair Carcich 
Philip Morris USA 
120 Park Avenue 
New York, NY 10017 

Dear Clair: 


You're very observant! Yes, the clocks in the upper and lower grandstand 
are not in the exact position we discussed. In both instances, due to 
space Imitations or not having suitable structure to mount them, I had 
them put as close to our original space selection as possible. 


I will have new photos taken, showing a wider area, and send these 
to you. I hope the new locations will meet with your approval. 



Director of Marketing 

WDS/bw 


Source: https://www.industrydocuments.ucsf.edu/docs/hxnn0004 


20-1087 4379 



